4.    The respondent is a small coal mine operator producing
87,251 production tons of coal annually,  when the Marie No.   1
Mine is  operating.

5.     The Marie No.   1 Mine is not  currently producing coal.

Except   for  three dockets in which testimony was  taken concerning the
fact of violations,   the parties stipulated as  to the fact of violations
in the remaining cases.     They also stipulated as to the' civil penalty
criteria  found in section 110(i)  of the Act as  to  each of the violations,
and these stipulations are discussed at the appropriate places indicated
in these decisions.     In addition,  the parties are in agreement that none
of the citations which were Issued in these proceedings concern fatalities,
injuries,   or accidents  involving miners or equipment.

Findings and Conclusions
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Fact of Violations

This docket  concerns 14 violations served on the respondent in
December 1979,  and March 1980.     Two were issued for failure to properly
insulate power cablesj   two for  failure to  guard a belt conveyor;   four
for failure  to  record results of weekly electrical examinations; .and
the remaining ones  for miscellaneous infractions concerning ventilation,
an inoperative methane monitor,   and failure to designate stationary
equipment on a mine map.     The parties stipulated that aj.1 of the violations
occurred,   and  they  are all AFFIRMED. .

Gravity

The  record establishes   that the gravity and probability of harm
occurring as a result of all of the citations, with the exceptionrof
Citations   677862,   677863,   673591,  673592, 'ranged from low to moderate.
As for the  four citations noted,   the parties stipulated that  they were
all serious  infractions.

Negligence

The record reflects   that all of the citations,   except for 677861,
resulted  from the respondent's  failure to exercise reasonable care,  and
that all of  these violations  constitute ordinary negligence.    With regard
to Citation No.   677861,   the parties have stipulated that the negligence
was low because previous  inspections had not revealed any problems with
the inoperative methane monitor which was  cited.

Gopdjiaith  compliance^

The record reflects  that the respondent demonstrated extraordinary
good faith compliance concerning Citations  677798,   677799,   677861,   677862,
and 677863 in  that  correction and abatement of the cited conditions was
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